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There is one slight drawback with this pump, namely, the pres-
ence of mercury vapor at low pressures. 'This may however be
very easily remedied by placing a quantity of gohl leaf loosely
rolled up in the tube connecting the pump with the vessel to In:
exhausted. The gold leaf absorbs the mercury vapor before
it reaches the vessel, which may thus lie kept quite free from
vapor.

For measuring the gas pressures down to about a millimeter
or two a good manometer should be available along with a
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good barometer.   l?or lower pressures u MeLtnnl gnugt* may
be used,

A comparatively rapid and simple method of obtaining a
low pressure depends upon the properly jH^.se.ssed by dutrvoat variety of vacuum
